FOR ARGUS C-3 FLASH FANS! 
© 3 Foot FLASH EXTENSION CORD 
ADAPT-A-FLASH Extenders (Pot. Pend.) 
PRICES 


Extension 
Cord $1.75 


$1.00 Set plus 
10 Fed. To: 
‘add sates tax 


hgun while comera in 
case. Mounting instruc ind drilling templet fur- 
ished. Ask your dealer or order direct. 

W. R. TERRILL co., D DepT. P-10 


111 N. Ave. 60 Colt, 


